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Message Text 



UNCLASSIFIED 

PAGE 01 CALCUT 02531 240633Z 
15 

ACTION COME-00 

INFO OCT-01 NEA-10 ISO-00 EB-07 /018W 

117149 

R 240400Z OCT 75 
FM AMCONSUL CALCUTTA 
TO SECSTATE WASHDC 4924 
INFO AMEMBASSY NEW DELHI 

UNCLAS CALCUTTA 2531 

E.O. 11652: N/A 
TAGS: ECRE, IN 

SUBJ: CALCUTTA METROPOLITAN DEVELOPMENT AUTHORITY CONSULTANCY 
ON WATER SUPPLY 

1. IN DISCUSSION WITH ECON/COMMERCIAL OFEICER, P.K. CHATTERJEE, 
ADDITIONAL DIRECTOR, WATER SUPPLY, CALCUTTA METROPOLITAN DEVEL- 
OPMENT AUTHORITY (CMDA) SAID CMDA WAS PLANNING TO DO COMPUTER- 
ASSISTED ANALYSIS OF CALCUTTA WATER SUPPLY SYSTEM. IN PROCESS 

OF IMPROVING SYSTEM, CMDA NEEDS TO KNOW, FOR EXAMPLE, THE 
SIZE AND LOCATION OF PIPES NECESSARY TO MAINTAIN SPECIFIC 
WATER PRESSURES. CMDA PLANS TO HAVE INDIAN ORGANIZATION RUN 
ANALYSIS, BUT WITH A FOREIGN FIRM AS A CONSULTANT SINCE NO 
INDIAN GROUP HAS YET DONE SUCH WORK. FOREIGN EXCHANGE FOR 
PROJECT COULD BE OBTAINED FROM WORLD BANK LOAN TO CMDA. 

2. REQUEST DEPARTMENT PROVIDE NAMES OF AMERICAN OUTFITS THAT 
HAVE DONE THIS TYPE OF WORK, AND MIGHT BE INTERESTED IN 
CONSULTANCY CONTRACT WITH CMDA. 

KORN 
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NNN 
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Disposition Remarks: 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 
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From: CALCUTTA 
Handling Restrictions: n/a 
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ISecure: 1 
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